To:  Brown,  Cynthia[Brown. Cynthia@epa.gov] 

Cc:  Foster,  Aithea[Foster.Althea@epa.gov];  Crossiand,  Ronnie[Crossland. Ronnie@epa.gov]; 

Webster,  Susan[webster.susan@epa.gov];  Loesei,  Matthew[ioesei. matthew@epa.gov];  Petersen, 
Chrisfpetersen. chris@epa.gov];  Martin,  John[martin.john@epa.gov];  Rauscher, 

Jon[Rauscher. Jon@epa.gov];  Turner,  Phiiip[T urner. Phiiip@epa.gov] 

From:  Restivo,  Angela 

Sent:  Sat  8/8/2015  7:46:23  PM 

Subject:  Water  people  involved  in  response  as  of  8/8/2015 


The  following  people  have  been  involved  in  the  Gold  King  Mine  Response  (outside  of  standard 
operating  hours)  but  are  not  physically  signing  into  the  REOC. 


Mark  MacCasland  (6WQ-SD)  Drinking  Water  Tech  support  and  mobilizing  to  the  field  for 
sampling  (involved  since  start  8/6) 

Melinda  McCoy  (6WQ-EW)  Water  Quality  Standards  group  (on  call-involved  since  8/7) 

Robert  (Bob)  Kirkland  (6WQ)  Created  maps  and  tracking  times  (on  call  involved  since  8/6) 

James  (Jim)  R Brown  (6WQ-S)  Branch  Chief  over  drinking  water  staff  (call  into  meetings 
responding  to  emails  8/6) 

David  Garcia  (6WQ  deputy)  On  calls  and  emails  plus  meetings  with  Sam  and  Ron  (8/6) 
Jenna  Manheimer  (6EN)  Mobilizing  to  field  for  sampling  (involved  since  8/8) 


Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
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